19. All of the costs incurred by U.S.S. in connection with the joint
venture are reimbursed by the East Carbon City municipal government and
Kaiser, so that U.S.S. does not make a profit nor incur a loss on the
venture. (Vol. Ill, p. 112, 122).

20. The dam's vertical drop inlet spillway has a round, morning
glory-shaped entrance into which water enters from all directions.  The top
of this round spillway is approximately 6 1/2 feet below the crest of the
dam.  The discharge rate of the spillway is 1,600 cubic feet per second
when the water level is at the crest of the dam. (Vol. II, p. Ill, 112) *

21. The watershed supplying the dam is an area of approximately 20
square miles.  The average annual precipitation for the area is 18 inches.
(Ex. R-2).

22. The probable maximum precipitation for the watershed area of the
dam in one hour's time is 6,5 inches and for a time interval of six hour's
duration is 7.5 inches. (Ex. R-2) .

23. The 100 year flood would result with precipitation of 1.35 inches
occurring within one hour in the watershed of the dam, and precipitation of
1.8 inches in six hours. (Ex. R-2) .

24. The embankment of the dam would be overtopped by 5.72 feet during
the passage of probable maximum flood storms. (Ex R-2).

25. After the dam is overtopped, it would breach in approximately one
hour. (Vol. II, p. 40; Ex R-3).

26. In the event of the occurrence of the probable maximum flood, the
dam would begin to overtop approximately two hours and thirty minutes after
the storm begins. (Ex R-3).

27. If the dam does breach as a result of the probable maximum flood,
the water level of Grassy Trail Creek, where it flows past the mine,  would
be 3.7 feet higher than if the dam does not breach during the probable
maximum flood. (Vol. II, p. 143).

2/ The concept of probable maximum precipitation is the theoretically
greatest depth of precipitation that is physically possible Cor a given
time interval, over a particular-drainage basin, at a particular time of
year. (Vol. II, p. 51).

3/ A 100 year flood is a storm that has a one percent chance of occurring
in any given year. (Vol. I, p. 98),

1055 for   showers   at  the  bathhouse.   (Vol.   Ill,   p.   99).
